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JONES COUNTY 

SHERIFF'S DEPARTMENT /i * 

Phone:601-425-3147 

Mississippi 


ROY LOVETT 





Booking #: 50485 
Age: 34 
Gender: M 
Race: W 

Address: ELLISVILLE, MS 

Arresting Agency: JONES COUNTY SHERIFF'S OFFICE 
Booking Date: 07-12-2019 - 5:55 pm 

Charges: 

WARRANT (FELONY) 

Bond: $0 

Note: The charges and bail amounts may change after court appearances and may not be current. Bond companies and 
persons wishing to post bail should contact the Detention Center staff at 601-425-3147 for correct bail amount, charges 
and case numbers. 


(601) 551-TIPS (8477) 


EMAIL 


EMERGENCY 911 


Phone: 601-425-3147 (24 hours) 

Email 

419 Yates Avenue, Laurel, MS 39440 
Administrative Office Hours: Monday - Friday, 8:00am - 5:00pm 
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